Finally, Drill Bit Sharpeners 

That Work! 




Drill BU Sharpeners 



Drill Doctor® Precision Drill Bit Sharpeners: 
See how saving drill bits pencils out for you... 



Simple... 

Sharpen drill bits almost as easily as you sharpen pencils. 

Convenient.. 

Now you can have the convenience of properly 
sharpened drill bits whenever you need them. You'll never 
again have to delay a project because of a dull drill bit. 

Precise... 

The Drill Doctor® is made by Professional Tool M fg. LLC. It 
uses the same proven technology as drill bit sharpeners 
costing thousands of dollars. 

Fast... 

The Drill Doctor® is fast. Sharpening a dull, worn drill bit to 
precision sharpness takes less than a minute. 

Versatile... 

The Drill Doctor® will re-sharpen carbide, high speed steel, 
standard, masonry, split point, cobalt, TiN coated and parabolic 
twist drill bits. 



Specifications 


Drill bit types: 

two flute, fractional, metric, 
number & letter sizes 


Angles: 118° or 135° 
Sharpening time 30-90 seconds 
(depending on drill bit size) 


Point styles: 

Conventional 
Split point 
Masonry 


Double insulated 
Six foot long cord 
Power supply: 120 volts 
Impact resistant plastic casing 



Drill Doctor® Warranty 

We warrant each Drill Doctor® to 
be free of defects due to 
workmanship and design for 1 year. 

Made with pride in the USA 

UL approved USA & Canada 
US Patents #D385567; 5,735,732 
5,400,546; 4,471,581 
Other patents pending 




YEAR WARRANTY 



c®us 



3 easy steps save you time and money 


Mm 


ALIGN 

Place a drill bit into the chuck, then 
insert the chuck and drill bit into the 
alignment tube and tighten. 




SHARPEN 

Insert chucked drill bit into the 
sharening tube and rotate clockwise to 
sharpen. 




SPLIT 

M ove the chucked drill into the point 
splitting tube; insert to split the pointon 
one flute, then rotate the chuck 180° and 
insert to split the pointon the other flute. 



You now have a self-centering and fast cutting 
HIGH PERFORMANCE split point drill bit! 



500 Tradesman I 750 Professional 

3/32"- 1/2" Chuck I 3/32, '- 1/ ^^lI 4 ; ChUCkS 

ncludes 1/2" Diamond Wheel I lncludes ^ wheel 




Drill Bit Sharpeners 

Contact us at 1-800-597-6170 or www.drilldr.com 



Every Drill Doctor® carries a 25 year heritage of innovative design, 
superior engineering, and manufacturing excellence. This heritage of 
quality ensures that whether you're a trade professional, or a home 
enthusiast, you too, will be able to sharpen your drill bits and keep 
working. Keeping all your drill bits sharp will help eliminate the age- 
old frustration of dull drill bits. We offer a hassle free warranty, with 
excellant, friendly service. All Drill Doctors® are made in our modern 
manufacturing facility located in Ashland, 0 regon, U.S.A. 



